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HOPKINSVILLE, KENTUCKY, SATURDAY, JANUARY 27, 1906. 



NO. tt. 



Jan. 30th! 



OPERA 
HOUSE 

* ^—TUESDAY - 

Gordon &, Bennett Present the Majestic 
Biblical Drama, 

"77?e Holy City." 




MURDER OR FIGHTING JOE 
ACCIDENT WHEELER 



We - Want ■ Tokco 



Made Horrible End of The Dies in New York of Pneu- 



Old Irishman, Tom 
Hopkins. 



KILLED ON RAILROAD. 



Strongly Cast! Supremely Costumed! 
y Wonderfully Staged! 

Prices, 35, 50 and 
TteSI?! 1 !*! 75c, and $1.00. 

Seat Sale at Anderson-Fowler Drug Co's. 



First 



National 

HOPKINSVILLE 



Bank, 



KY. 



THOS. W. LONG. Cashier. C. F. JARRETT, Vice-President. 



"PAY TO THE ORDER 

OF " 

Fill in whoever you want it made 
payable to, and we'll honor the 
check. It's the only safe way of 
paying a bill. 

A CANCELLED CHECK 
• Is a voucher showing some obliga- 
tion has been met. We solicit your 
account and can be of service to 
you. Begin the new year by open- 
ing it now, at our bank. 

INTEREST PAID ON TIME 
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CERTIFICATES OF DEPOSIT. 



Bank of 




CAPITAL STOCK PAID IN 
SURPLUS 



HENET C. RANT, President. 
J. E. McPHEBSON, H. L. McFHERSON 

Cashier. Asst. -Cashier. 

With the largest COMBINED CAPITAL 
AND 8TJRPLUB, OF ANY BANK IN 
CHRISTIAN COUNTY, we are prepared to 
to oft er our oustoihers every facility in the 
conduct of their business. 
• ^ Interest Paid on Time Certificates of Deposit. 



DR. OTTO'S 
SPRUCE GUM BALSAM 

MAD* FROM THE RED SPRUCE TRfcfc 
. latum'* priMlMMpecifkbrCOUSMS, COLOS. LA QRWWl, WHOOP- 
ING COUCH, BRONCHITIS. SORE THROAT .nd ALL LUN6 TSOUBlfc. 
Frio., t&c and 60«. 

Lemuel Deweaae, oi Warrick county, Ind.. writeai "Had a 
igh ior nearly thre* monlha. Tried everything. Thought il waa going j 
~ - S,„„. e Gum j 




onaumpiion. My attention waa drawn to Dr. Otto 
n and proc.rad a bottle, and it cured aa it by magic 
II paopl. troubled with a bad cov|b." 



il to all paopl. troubled with • bad cough.' 

kM** !• 1*1 •) raar CaM neteklt. tat. . '.. «..« il St. U,M«v. tame. Itw. HHm. 



Body Was Cut Into Many- 
Pieces But the Features 
were Recognized. 



monia Thursday 
Morning 

HERO OF THREE WARS 



One of the Bravest of the 
Heroes Who Fought 
For Lost Cause 



The dead and dismembered body 
of Thomas Hopkins, th« well known 
Irish well-digger, was found on the 
L. & N. railroad, 300 yards from the 
city-limits south of town, Thursday 
morning. Whether he was killed by 
a train or murdered and the body 
placed on the track is an unsettled 
question. 

The body was horribly mutilated. 
The head had been cut off, except 
the chin, which still hung to the 
body. The head had rolled down a 
bank. The left side of the head 
showed a long cut, the right side a 
crushed place in the skull and the 
train had cut open the back part, 
making a hole from which some of 
the brains had escaped. The throat 
showed a very suspicious cut, as if 
done with a knife and a deep place 
in the cut, looking like a stab. The 
body was in several pieces. The 
right leg was cut off below the knee 
and the left one at the thigh. The 
right arm was also ground off. The 
features were not disfigured. The 
man's clothing was nearly all off, 
even his undershirt, which soemed 
to have been ripped down in front. 
His right leg, which was cut off, had 
a sock on it. The body itself was 
nude. His clothing was scattered 
about where the body lay. A pool 
of blood was found about 100 feet 
north of where the trunk was lying, 
between the rails. 

The body was not brought to town 
until nearly noon. Hopkins was 
seen in town about 11 o'clock Wed- 
nesday night. He had an order for 
$6. on some one and was trying to 
get it cashed. It is supposed he suc- 
ceeded, as it was not found with his 
body. It is supposed he started to 
walk out to Casky late at night and 
was killed sometime between 11 
o'clock and 12:30. The body was 
found by some negro men who re- 1 
ported it and officers Claxton and 
Duke went out and made an exam- 
ination. 

Coroner Allensworth took charge 
of the body and after holding an in- 
quest was preparing to have it inter- 
red by a colored undertaker, when 
Mr. Marcum, a friend of the dead 
man, took up a public subscription 
to bury the body, and it was trans- 
ferred to a firm of white undertak- 

s. 

Hopkins was a well known charac- 
ter, probably 60 or 70 years old and 
of drinking habits. He was noisy 

hen drunk, but harmless. He 
not drunk when last seen. 

Preparations were being made to 
bury the body yesterday morning, 
but Judge Breathitt, after consult- 
ing with city-officials, ordered a 
court of inquiry for two o'clock. 

At two o'clock Coroner Allens- 
worth held a court of inquiry and 
Dr. A. Sargent made a post mortem 
examination. He will make a report 
expressing the opinion that Hopkins 
commited suicide. The cut across his 
throat and stab were made with a 
knife, but were not fatal. A cut 
with a sharp instrument on the top 
of his head was made before death. 
A deep stab in his bowels to the left 
of his navel was made after death. 
The mutilations of the body were 
evidently made while blood was 
flowing, before life was extinct. The 
body was stripped of its clothing be- 
fore it was hit by the train, as the 
shirt collar was still buttoned. The 
suicide theory is not considered wor- 
thyfof serious consideration. Hop- 
kins was seen alive and jolly at 10 

lock,,but without money. At 11 
he stopped at the Acme Hills engine 
room and went on out the road . He 



New York, Jan. 25. 

Gen. Joseph Wheeler, the famous 
Confederate cavalry leader and a 
Brigadier General of the United 
States army since the war with 
Spain, died at 5:35 o'clock this after- 
noon at the home of his sister Mrs. 
Sterling Smith, in Brooklyn. The 
veteran of two wars was sixty-nine 
years old, but in spite of his age, 
there was hope until yesterday of his 
recovery from the attack of pneu- 
monia which caused his death. 

It has not yet been decided where 
the body will be interred, but prob- 
ably it will be in Arlington National 
cemetery, near Washington. 

Gen. Wheeler was born in Georgia, 
Sept. 10, 1886. He graduated from 
West Point in 1859. Served in the 
regular army until April 3, 1861, 
when he resigned to cast his lot with 
the South and on Sept 4 was made 




To Prize For Association. 

We have three large factories equipped 
-with most modern and up to date improve- 
ments for handling tobacco. With fifteen 
years successful experience in the tobacco 
trade, we can guarantee best possible ser- 
vice. 

Liberal Advances on Tobacco in Store, 

FACTORIES- North Campbell and Broad Streets; 
OPPICE New Enterprise Warehouse, 

Corner 12th St and L sN. R XL 
PHONES- Cumberland 75, Home 1299. 

P. E. West & Co., 

Bonded Association Prizers. 



Arc "\ ou Going To Remodel ? 

i of improving 



OEN. JOSEPH WHEELER. 



Colonel of the 19th Ala. He com- 
manded a brigade at the battle of 
Shiloh, Tenn., April 6 and 7, 1862, 
and had two horses shot from under 
him. He distinguished himself in 
the last charge made at that battle 
and by the capture of Gen. B. M 
Prentiss' division. It was on this 
account that he received the 

of ''Fighting Joe," which 
ard clung to him. Hr 
prominently engaged in contesting 
advance of the Federal army on 
Corinth, Miss., and when the evacua- 
tion of that city was determined 
upon he was selected by General 
Beaureguard to cover the retreat. 

In Kentucky Fights. 

In July, 1862, he was placed 
command of the cavalry of the Army 
of the Mississippi, and led several 
raiding expenditions in Western Ten- 
nessee and Kentucky. He again dis- 
tinguished himself in fights at Green 
Rriver, Munfordville and Perryville, 
in the last-named battle holding back 
an entire troop of the enemy during 
the day. The retreat of the Confed- 
erate forces into Tennessee was cov- 
ered by him with signal ability. A; 
a consequence of his brilliant record, 
on Oct. 30 of that year he was pro- 
moted to a brigadier generalship. 

Made Major General. 

He was in front of Sherman'3 army 
in the Georgia Campaign in 1864, 
being finally repulsed by superior 
forces. 

On February 28, 1865, Gen. Wheel- 
er was promoted to Lieutenant Gen- 
eral. He charged Kilpatrick's troops 
during Sherman's march o n Raleigh 
and drove them back, this being the 
last important battle of the Civil 
War in which Wheeler took part. 

After the war he located in Alaba- 
ma and was elected to Congress in 
1880 and served until 1898 when he 




ill do it with the 

condition* 




Out part is to interest you in otor ability 
to improve and perfect your sanitary equip- 

We do bui one kind of work — the best — 
and use the famous "Standard* Ware, every 
piece of which is guaranteed by the manu- 
facturers to be strictly first quality. Let's 
talk it over. We have samples in our show 



FORBES M'F'G. CO., Inc., Hopkinsville, Ky. 



33B3 



wanted to retreat. In 1899 he re- 
signed and was again elected to Con- 
gress. In 1900 he was made a Bri- 
gadier-General in the U. S. Army 
and was retired after service in the 
Philippines. 

Gen. Wheeler was married in 1866 
to Miss Daniella Jones, of Wheeler 
Station, Ala., who was a descendant I 
of distinguished ancestors, Mrs. 
Wheeler's mother having been a 
daughter of Gov. Peter Early, of 
Georgia. She died May 19, 1896, 
leaving two sons.Joseph and Thomas 
H., and four daughters, Lucy Louise, 
Annie Early, Julia Hull and Carrie 
Peyton. Joseph, a graduate of 
West Point of the class of 1895, 
served under his father at San Juan 
and was brevetted for gallantry. He 
is an officer of the army. Thomas 
H. entered the Naval Academy in 
1897, but left to serve on the cruiser 
Columbia. He was drowned while 
bathinsr at Camp Wikoff September 
12, 1898. A daughter, Annie Early 
Wheeler, was a volunteer nurse 
during the Spanish War and ren- 
dered valuable service. 

Gen. Wheeler was a man of small 
statue, weighing less than 100 
pounds. He was of an exceedingly 
active temperament and was abso- 
lutely without fear. 



Storage Contract. 

Mr. W. W. Radford, chairman of 
the county committee of the Dark 
Tobacco District desires us to say 
that he has signed contracts with 
the following parties for storing 
tobacco for members of the associa- 
tion. 

The Abernathy Co. 

Wooldridge & Co- 

R. E. Cooper & Co. 
Other firms may yet be contracted 
with and members of the association 
must carry their tobacco for storage 
only to firms contracted with. 



Early Risers. 

Many of our housekeepers had 
early breakfast and either rushed 
or neglected housecleaning y ester- 
entered the U. S. Army as a Major- 1 day mohhug. Not long after 7 
General and'served in the Spanish J o'clock they began to plant them- 
war. He was senior in command j selves at the three doors of J. H. 
at the battle of San Juan and also at ' Anderson & Co., to claim the prizes 
the surrender was senior officer to ' offered for nrst "callers, " * 
negotiate terms. He saved the day Hl»» "sun-rise meeting' 
at Santiago, when Gen. Shalt? 



It looked 
was on or 
lottery was to be pulled off. 



Good to 
Remember! 



WHY PEOPLE GET 
THE HABIT! 

THINGS OBTAINABLE AT 
NO OTHER STORE 
IN TOWN. 



Qu:ck and prompt reply 
to all telephone calls at 
all hours, day or night 

All the leading Daily 
Papers. 



1 

2 
3 

4 
5 
6 
7 
8 
9 
10 

4 a] Quick prompt service 
11 and the beet drinks tat 
■ ■ our fountain^ whiehyow 
are cordial^ iaviterf to 

V18Jt. ,. ||j 

Anderson-fowler 
drug oo. 



Absolute correct time 
from our Western Unkm 
electric clock, tby phone 
or visit.) 

"Thelma," thenewPer- 



Prompt service in ob- 
taining trained nurses 
without cost to you, 

Gunther's Candies. 

All the leading Mag- 
azines on sale every day. 

Haubigam's JPerfume 
and Face Powder. 



Kentucky Belle Cigars. 



Opera dates and seats. 



Corner 9th and Main Sta. 




Published Ev*l 
TUESDAY, Thursday and Saturi a\ 

MORNINOS. BY 

CHAS. M. MEACHAM. 



had no knife whtn found, in fact nev- 
er carried one. An order of Mack 
Gordon on T. R. Troendel for $6.00, 
which ho tried to cash in the absence 

of Mr. Troendel. It was not in his 
pocket. n<»r was anything except 

some tobacco. It looks more like 



r thai 



himself 



Adtrrl «' < » ■•k-lorijAM'U' atK 

212 MVM Main' StRB 



That he was 
someone else is certain. He w 
either knocked senseless and left < 



JAN. 27. 190C. 



the track, or stripped himself 
lay down to ho run over after failing 
fevqul bis Own throat deep enough to 
kdl. Tin- rut lu on the right aide. 
If not done l>y himself, it was done 
le-lbya left-handed man. If he had 
the $f> it was gone. Was it murder, 

AM ,j t - suicide or accident after the old fel- 

(i*tV friends of Nick Long- low had been rendered helpless by an 



The VVeather. 

ally fair Saturday. 



No 



worth will make him a present nf i 
pair of Kentucky thoroughbred.- 
wh 'h he weds Miss Roosevelt rVb. 
17 



Fighting Joe Wheeler, one of the 
bravest of the brave neroes who 



assault? The mystery may never be 
BEQUESTS MADE TO ANIMAL 

Free Bsd for Cats In a Philnrlelphlfc 

Hospital— Othe.' Similar Leg- 



««or.af JUl^ftj^-t^ TMpjfViS? mid with 



"V** — ' — ■ 

pay 15 cents for 3 five-cent cigars, ; 



1 JPIM 

"^^Wren^ou pay 15 cents forYfive-cent cigars? you pl$r >^ 5 "bents 

for the 3 ci fc -rs and 10 cents for the three useless heaas . 




And it's just like dropping tu::<: c . tra dime in the street. 

For it's that little head yc j / :-Tf f alid throw away which takes 
the tkne and skill and c , in trie inaking of a cigar. 



Pa^ftSS^ 5 - 4! "'31 fer 5 Cents 

t tkc head) 





ma l..i;. ; t«.!I \vhCe "he got '(be very- iuoiisl... Tbis is t he sei 1 

ibidr of iO.\t i a vacant sums tor the 
luxurious niait.ien.iiiee. ;i fi i i- the 

IsiUStei 's 04 uiistrrss' death, of. pet 
aniuifls. Sin h bequests cause 
swindling. Tlic [.ersoii who ha.; 
$200 or |300 a year to keepa cat <>:• 
log on is prolii jnjj largH\. ami. 



in£3 — a uniform blend of five differ- 
ted grades of fine domestic tobacco, 
g the rich, definite strength of one grade 
sweet, mellow mildness of another to 
he quality which characterizes every one 
^.OOO/XJO Old Virginia Cheroots smoked 
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Oil the c 
0'lu!>il< ; a,onlr have h 

r -A- I i. 

$iere is hardly a doubt th 




Sth.T 

*f Richmond, 

|sS3& £ ■ 



NEARLY 5,000,000 

Amount of "Raises" Made 
I By Supervisors. 



.vide. 



IW board of ' supervisors- for 
Christian county completed its work 
|e terday and adjourned sine die. 
Jiearly five 'hundred notices were 
sent out to property owners, inform- 
ing them that their assessments had 
keen "'raised,'* and 'the board was 
dxceedingly bysy all this week, bear- 
ing complaints fronr .those who cam* 
before them. . The amount nf raises 
frill foot up more than SltMUifcft, 
Including the increase of $4Vtf, 

s rh.-Cniol.. : ,-land Tele].!. ■>,• V. 

^py's.jirone.rty. 



READ THIS! 

Milledgevule, Kv.i Jan.' 1 
. E. W. Hall, St. Louis, Mi 
li^.:l0ia\|6:baeB a.';gr»*t RfMtei 
oni.kidney. disease and wtis tleat 
nofb< 



y my home physicians \s ith 
■fit. Your Texas Wond. ' 



ously staged, the play was h 
noted for its complete and beautiful 
representations. A full house will 
await the reappearance 01 the cuin- 
pany her.- mi t he evening of Tuesday , 
Jan. :;o. There is about a drama 
advertised as being "Uibtical." that 
may cau.se many to ask whether a 
.-acred story is so interesting as 
one of current days. The birth of 
Christianity, the crucifixion of the 
Saviour and the beheading of John 
the Baptist, formed an epoch in 
in which occurred the tragedy of 
the world; from this history Clar- 
ence Bennett compiled "T^he Holy 
City." No story of modern strife 
has half the power, no narrative 
they are herTbroXed'^puTdo^n ^ ^cent years presents the thrill 
4-inch regulation curbing and aside- " that which has lasted throughout 
walk well filled with cinder or its 1 a ^ eS- 

SSI!? or itds. lt <>f lhei1 ' ^ j Mystery Is Cleared. J 

That said work shall be done at 1 . Qn Feb. 16th, the Christian County 
l as practicable under : chapter, Daughters of the Confeu- 

tli'g\*d1 ; y aur's' l aii- vtSicy - wiU ^ 1V " 1111 «dertainm W |t at 
sin such 'ease., t , _ j the. Opera House and will the- 1 



Curbing and Pavement 
Ordinance. 

Be ;t tafeUffll by the Hoard 
Councihufiith? City of Hopk 
Ky. . 10 9 

CMr fe8y person, firm, company 
or corporation owning *ny lot or 
lands situated ofl the South ?ide of 
East Seventh street, in the City of 
Hupkinsville. Ky., and abutting on! 
South sidi; of said street, between' 
tiie East line of the Geo. O. Thomp- 
son lot, and the West lin e of an 
alley running between F. L. Waller's 
and Lgcian C. Cravens' lots, be and 



Tiuiy ■ v 

Th?S CitVy l«a3er "Ennis I • Ham sacks for saie at Ma officfc 
as :r,ai..'secured the mosr. imoreas- 1 POLK CANSLEK Real Estate 
drama on the stage. Intellectu- jiboufeht and gold. Notary public. 

ived, dramatically con- ! | All kinds of lumber fOraale. Phone 
powerfully a -led. sumptu.-j 1 7-2. 'J. H. Winfree. 

j i>r. E: N. Fnnt, nentist, oHice 
! .vhr City Bank-, HopkinswiHe. Ky. 



iST SALE 



We' 



sday 



night 



thief 



|^ardra> sa^lsfiitd it .ved 
Ife, and I eBtffeHeeWulty vecigTi 
I to ladies suffering with kidfllf ana 
•ladder troubles. KespectfnUjL I 
J ( . ^W s .-J ( ii J . z Ai F lsW-| 
A Texas Wonder 

lures all kidney and bildd< 
it-moves gravri!-! diaOfli* 
*miss Kins, weak aod la 
MMsnatinn aMi.aU irnogulariiv 
|hekidJUiy3andbladd..f in men 
Iroroen and regulate* bladd< 
?|roubl«>s in children. If not sold 

:>i XiiMt.h* n _ 

bo 
it ai 

.P. 
,d for 



troubh 




LW.Hi 



the supervisu 
and shall be c 
dard of wbrR 

vided by orilinanco, and said 
shall be done at the expense of the 
Owner of said abutting lot or 'land. 

Tins Mi-dinance to take effect -.and 
he in force from and after its adop- 
tion, approval a/id publication. 
Adopted Jan. isuli, J9titi. 
Attest: Hebkkt P.' McMatu, 
ClerJt of the §0fH tt CouSefl. 
Approved'iuU. '^tb, IIM- 

CHAS M. AC HAM, 
(sen • ,i .: Mfiypr. 
' ins rftjw 



tlie public k,now howaxul why Smith 

ift hoyw.:_j;( n( < e. /f < \ r ,, r ,,.i,. iv > 



•Mr. VandeVmeter, field worker for 
the State C: E. Union, m'in the city 



and 



uiievqd fobDed the hen roost bi 
jMttit W. T. Fowler, near the city, 
securing about two cloien fine fowls. 

Drs. Oldham and Cregory. (;st. o- 
patlis, 1<$ S. Clay St., Hopkin.s- 
ville, Ky. 

Mr. M. H. Tandy has moved to 
his recently purchased home on Six- 
teenth street. The house vacated by- 
Mr. Tandy on South Virginia street, 
has been occupied by Mr. II. C. 
Moore. 

For all kinds of rough bujlding 
material, wood and saw dust, call 
Cumberland 'phone No. 100, Home 
'pnone No. 1171). Free delivery in 
city limits. Dering, Frank & Lewis 
Lumber C< 

SALESMEN WANTED/ .tp;T<M 
after our interest in Christian and 
adjoining counties. Salary or com- 
mission. Address: Clover Oil and 
Paint Co., Cleveland, O. 

The Christian County Chapter, U. 
D. C. wilt give aji ejite'rtoiunieiit at 



R. T. Martin Tobacco MTg. Co., 
Monday, January 29th, at 2 O'clock. 

Don't fail to he on hand and take advantage- of «• spkhdid business 
opportunity . Plant, gpod will jand brands will bo sold to ; the highest 
bidder or bidders, without resdrve. Large and profitable plant to be sold 
>n account of my 'failing health. For further information see 

J. H. EGGLET0N, President, 
orJni:T. Edmunds, Attorney. 



Oil and Mining Stocks, 

h'i"w!| S <'l ril!»(t anil 1 t Vrtvlu?" w*U 

i, ;J e 1 «u l l e ,t ... No. l 3i ,„ l,a T, .^n,d .»■ .he l,ur C„«„. a nie ? , dri" • • • 



Th.- ku Osaife Oil C 
h- v.-a. h in. .iul.lv ilivi.li- 

u'ortiT.'lm 
SSB J.'.»..aV,v. 




been »ntlre)rf 

January IS, m 

.-the later... at. !'.:; r..lc C... »hicb will U^ln i 
-v.it tti.- "..«.■ i.e.- as i ih,., |„ ur I.-..U.,. C.-i r •l.un.i e..,ii|..,i.i,.,. This Caiui.a 



. i.ms prior to the date of its withdrawal. 



i.p\. sum'nt in the t .r..|»Tty ami iK-\..|,.|mi,.iit ,.| same ol lei 
,..al,l,M^,r.llurthe^ f>fBe ^rprp|J < 4 0 . ,Q Y&H3L&. 

WALfTER GARNETT A CO.. 

.ialitoJi!|NSORANCR AND FINANCIAL AGENT8lW8iJO 



aii ejitertoiumeiit at j 
m ^.-operate wuh the local J the opera, house Feb. !', A most 

.cieties in' working up a meeWv J Mffl|B#^Jfla™ d3^"IgM OD ^385 1^1 OdMftfW* 1 * 0 "' 

h£m —M rr 1 VIA JU , t UU uL ' lAIU kV u HA 



All persons having claims against 
the estate of James McCtain, dee'd., 
will have -saind' t*«**ly veri- 
fied and ftK' r hem,.with mow Walter 
Knight, my attorney, on ^ r before 
th^ 1st day of March, 1900 

W. F. Aiicuch, adui'r. 
of Jas. McCuain, tlec'd. 



flille'a Cljapel. 

Preaching neat Lord's Day at 11 
a. m. a«d 7 p. ra. by D. H. Friend. 
4«HTill ■ of Bovling lirwn. 



Canned Cora 



Canned Corn 



EVERY CAN GUARANTEED. 

-riJillA fit foUl-fit 'Jll 'ill,/ ->rf) HJl^. ^t'tllljOIJ BJI . 

pu wfftffKK) oJ bad i .-> mv la.g «m| i. **. ,ttm ^ 

mi ami* Bear, ujou i 





FULL CANS, NEW GOODS. 



ALL YOU 

- 




> 





VERY FIGURE GUARANTEED. 

The New lonvei 




NEW BANK - 



THE EQUITABLE LIFE 

ides for a Life Policy, a limited Payment Lifl 
lownumt Policy. ALL IN ONE CONTRACT. Selection 
lo be made at the end of five yeai-s. 

Agfe 35. Premium for $6,000 ttifrofc 

lions After 5 Years. ' 




With Bright Prospects For 
Success It Will Begin 
Business Feb. 1. 

JAS. WEST PRESIDENT. 



. GUAPARTEKD REDUCTION.. 



I Board of Directors all Prom- 
i inent arid Influential 
Business Men. 



menta compare favorable with. those 
of any of our oth#T like fnstitu- 

• mpM ' ••in-! . 
mation has been effected by the 
month* of labor by the contractors. 

The counters and wainscoting are 
of light marble of high polish. The 
railing on top of the counters is of 
Oxidized polished steel with cherry 
framing. The furniture is of cherry 
also, which, with the -elaborate fix- 
tures and tile floor, produces an ef- 
fect of coz in ess and home-like cheer | 
that - « >- ■<»- - ' 



ON HAND. 

- - 

But Commercial Club Meet- 
ing Was Not a 
Success. 



etner. . 
The ladi. 
ft as you 



\ Continue original jm mi 

Original Policy 
\ m ^ GUARANTEED a 

1 Total insurance. .. 
, Continue original premi 



. T. r >°'» W 



1 for lf> y< 

life poHcV'^Trfe pavmeft'mlv fa' cot tinned «■••• !•' addi 
tional years, and the policy will then mature as an en- 
dowment, paying $5,000 to the holder in cash. 



the Commercial and Savings Rank 
III oufen its doors for business next 
mger and \Ue policy, I Thursday morning, Feb. 1. There 
' ln , l ', ,t , will 1/eno formal opening, though 
of the director* will he present 



bis, fecial duty will I 

1 • , Bhav ^Sn^ t hori h and^nfTubH? 



take 



been made. 

„ .j issued in amounts of $1,000 and upwards. 

IHE EQUITABLE LIFF ll'TKt^TRok^lNo-HeilvOBl'ef' 



bus . jleewj_ 

HENRY J: 

Manager forKentucky, 

'■quitable Building, 



oi: 



nost cordially 
napej 1 ,h ' : ' r " : 



ited 



is I 

all and I 



Jepartmfent is on the 
ter. It is a sort of! 
boudoir for the fair sflJCto rest and | 
transact their business with the | 
bank. A large mirror, handsome! 
chairs and tables and other articles) 
make it very invitinjj.and- being sep- 
arated from the lobby ladies can be 
promptly waited on at all times 
without the general business 
interfered with. "It's cute!" 

The safe is different from anything 
ever seen here and comes nearer be- 
ing perfectly burglar proof, 



PARTIALLY ORGANIZED. 

Board of Good Men Chosen 
For Directors — Meets 
Again Fet*14t. 



experts, thi 
i construct 

f "will faboi 



any safe heretofore 
. It is a piece^ of the 
! , tool and • nuf e-DuUdere 
>r many_ yean to come 
produce, ntiytliir.fr mri- 



About e 
who 



ad ! 



150* 



ckizftis 



rof th. 

►plications for mem- 
ie Hopkinsville Copi- 



es, nreti v much along ( r,* 



RY J. POWELL. Manage; 



Lo 



rille. Kj 



icky 



Please send mo-firll information in regard ^to the NEW 
ifERTIBLE POLICY for $ 



I was born on the day 



Name.. 



:i cash caoitai stuck 

bankii_ _ 

tlioMgh differiriu; materially in s; 

m>wjbank4t is empowered to make 
loans by mortgage on real estate 
without the usually required en- 
dersementof two other parties. The 
ndvjuifcagea 'fu.tfe 
«Wf'«- if a Pi'.- •<• want:, to se- 
cure'a.loan without having ... 'a-k a 
friend to "go on his paper," he can 

can get the money for any length of 
time that he may want- -thirty days 



hers?] . 

mercTal Club met at Moayon's fcalf 
Thursday night with E. B. Bassett, 
chairman, and John Stites, secre- 
tary, the officers of the previous 
meeting, still acting. 

J. H. Anderson, from the c 
tee named to confer with 
RjiwjU atwi Osr>«r m nv-ftnl 



i bankii 
night the 



|Vit the ^iMiJifUe< 

] competitors'. 1 s^ure a better. one 
u. : Ink nnj ; .. , , 
v :'. i» Hrat- -iass given furtl • 

. Qh tlli.Loi: . • • •. 

nduct the bosi- of John ' FeIand j 
and L. H. Davis vvs 
recommend, a 
They reported i , 
should be orga ii 
the Board of Trade, 



but for , 
general 



•mained 



y, reported that 

: i-.i j ■ 

. I 110 iv- 
: ■ ' <C >■ WAS 

I suing 

E. McPherson 
: appointed to 

of procedure, 
a new body 
to be known as 



FARM FOR SALE 

• .< ne ' i efsoij uu ' 

place^in the thii d T civil dlstri 
ii e r: v om9 t y Em I , l Co 

I'iVctAt -^OvW^vwVacr 
red | : «) ! jir.d ;he ,r«mai:>.l 
x Mi ,. 
splendid ^tate qX cultivation. ( 
ly . fenreC. U it cnav^Jetttly 
tered. havirvr a ere,--!; vmmfng i 
fit, and a pond and two 
a bored well 138 feet deei 
therend. The I. 
gh the creek end 
and side 1 




^ Eggloton Residences, 



Tuesday, 



30th, a 1:30 O'clock. 



Beginning with the residence situated at. Number 308 Elm Street,- 
. promptly at 1:^0 next Tuesthiy afternoon, I will proceed to sell all the 
splendid residences owned, by me on Elm and Fourth Streeta, and Cleve- 
\ lan^'rVwl Jesup Avenues. This sale 'to be at PUBLIC AUCTION without 
i-teicryc, the property going to the HIGHEST BIDDERS. Name your * 
iwn price and buy a HOME. This is a chance of a lifetime. My health 
is'sinsh that I am compelled to retire from buslrteip at once, therefore 1 
am selling my propel^ without reserve. 



or fol- yeofs, as he may desire. This 
makes the funds of the bank avail- 
able to many whft^would rather do 
without the money than to askjj 
friends to help him, when it would 
bt greatly to his interest to be able 
7?Tj jj^ ? to use cash not otherwise available. 

We understand' that one of the other 
banks of theeity is able, to a certain 
extent, to do this, but has not the 
*ame latitude.given by the cl*rter 
of the new bank. When properly 
seen r< d, 'the institution will be no 
respjcter of persons in loaning 
money in this way. 

The Commercial 1 and Savings Rank 
will virtually he the pioneer in pay- 
ing interest oh time deposits, though 
the other bahks adopted this feature 
when it 1 was 'made known that this 
would he one of the rules that would 
be adopted when the fifth bank be- 
gan business. 

The intprest-beari^$3jod will 
be six months. The days for paying 



four officers and various committees, 
„ . This report w is adopted and, a dis- 
thu* g.ving the merchants and all [ CU9?ion MM owr jj attpmpt fc 

.persons aii oppo.tuuity ot securing ;:l ,l 0 pt a constitutiouTJ The point was 
Change, co lect.ng on checks if nec- raist , d lho int sustained by the 
iessary, and best of _all, depos.tmg ; cliair th;it u , c , 1)()dy still t; „. 

Commercial Club and that to pro- 
.1 otherwise would relieve all who 

Monday morning. 

It is not the province of this paper 
ftrdlHCUss the question as to whether 



their money where it will be safe r 
from fire and safe-blowers until 



fifth bank is needed here. The 
rapid growth in jiopulatioriand lai'ge 

increase in business is but a ques- 
tion, it is a tact, This paper stands 
Lur progress and glad will we Lie to 
see the day when twice five banks 
will be necessary for the transaction 
of the monetary affairs of Hopkins- 
ville.' The gentlemen who believe 
that there is room and a place for 
the new institution have shown .tftei 



REMEMBER THE TIME AND PLACE, 

MBtHW W m Respectfully, m 

J. H. EGGLEJON. 



faith by t 

by the 



for ai 
They 



Mtal. 01 



the 



ai'.u hacked 
and after l'eb- 
e rt aching- out 



nil be 



•etoi 



; had signed the membership blanks 
of the obligation to pay the mem- 
bership fee of $G. 

A prolonged wrangle ensued, the 
final, outcome of which was that an 
entity rujw- • rgani«atjon : was de- 
cided upon. and the mev<i4i£(fesol?ed 
itself- into a Mm tnj'eting of e.iti- . 
zeriP. On motion E..B. i>a-sett (inu j 
John Stites, were '.-again oiectedt 
Chairman and Secretary. The 
name Board of Trade was adopted, 
but W. T. Tandy raise ( i the point 
that the point that there was al- 
ready one QmN l 'f Trade | in tovvn 
and w the old Commercial Club was 



efupct, it- ; bii 



•alied 



done by the other banks and 
build tip an entirely now business 
for themselves. 

They, hav>> chosen the following 
gentlemen to have control of tlx- 
busin ■, and it is useless to sayany- 
thing as to the wisdom of their 
choree, for they. are too well and fa- 
vorably known by the people of the 
city and county to require words of 
commendation from us: 
JAMES WEST, President. 
W. T. COOPER, Vice President. 
(JUS BRANNON, Cashier. 
WILL B. NEELY, Book Keeper. 



you 

will receive your interest. If you 
on the '2nd day of July and 
draw your money before Jan. 1 you 
will not be entitled to interest. 

This will be an incentive to all 
whose monthly earnings are a little 
more than necessary for expenses 
the more they save the more they \ 
can deposit, and the greater the 'in- ' 
crease of capital. If the interest is 
not drawn out it is placed to the 
credit of the depositor and interest 
is paid on that also— compounded. 
Jt is plain that thia will givo. birth to 
a spirit of economy amongst all 
classee-pday - laborers, ladies who 
give their 1 time for money, clerks, 

mechanics in facf.everybody. Li st of EarlV Callers Who 

In order to do away with-' the an- 1 

«j>yfcnceof iriddrfg small deposits, , Secured Presents at Dif- i 
W*he ^ ferentDepartments 

j)le a ','b ome banket ' ' This is a safe 



agree t to, with thj understanding 
that it was a new and different or- 
ganization from the old one. Many 
left and aUnit ten o'clock the elec- 
tion of a board of directors was 
entered. into by privat.- ballot each 
one voting for nine names. Out of the 
great many receiving votes, the fol- 
lowing nine who received the high- 
est number of votes were declared 
elected: M. C. Forbes, W. T. 
Tandy, J.T. Wall, Geo. D. Dalton, 
" Pherson, F. 



with slots for 



MARTIN &, LIB BEY, 

Jmners and Plplsers, 

No. II Virginia St., Opposite iobe Smith's livery Stable, 

ma Q) HOPKINSVILLE, KY. 

=fiiAt-Clas(s Work at 'Reasonable ^.t '-'. : 

PHce^firmve Us a Trltffc^ bft tef&^^: 

Phones-Cunnerland .132-1, Home IStf; , ,t ^ Jtf&mO for currency, oi 

A^y Time v 

When called on to do plumbing 
If you discover a water pipe or 'gafl 
pipe leak 

iat you .want, Al\yays get us 



DIRECTORS. 

James West. Geo. D. Dalton. 
Gus Brannou. T. J. Tate. 
Dr. P. E. West. G. W. Wiley. 
J. T. Hanbery. W. T. Cooper. 
Dr. Milton Board. 

PRIZE WINNERS. 



J. H. Anderson, J. E. Mcl 
W. Dabney, E. B. Bassett, and 
James West. 

The election of officers wj 
dered in advance of the adoption of 
a constitution. Several gentlemen 
were nominated, but Dr. J. B. Jack 
was elected president by a rising 
vote and his election made unani 
mous 

The salary of the secretary was 
fixed at $15 per month. H. M. Dal 



,rou ajant, Al^uo 
I steam \ fittings and other 
i. it you want il dpnu jtfelL. 

are al- 





ehoice 



If yiui shonUI'wa'ni to ^et^hd mohey 
,,utof your ' ' non ^' j»2|^j^»l K 

haw no etl'ect on it. • it van only 
ibe opened by thb tasliier of the 
bank, and then you can do the count- 



VSirs. Hayward Richards, rebat- 

of hats without cost.' 1 

Mr. I.-y (Tiiynn got a pair of 
ty&eafftii ' $1. jWu jC ' x, ' ir * «Y •'";_ , '_ ! 

Tom Baugh paid only ^. r » for the 
tfert suit of clothe* - 

Mrs. it. II. Xbornath> got a 
rug for ffclBNlL 

Miss Lucy Dade was fortunate 
buying the first white shirt w aist 
ii didn't cost her a cent, 
• The above were given away at the 
great Jubilee Sale at J. H. Ander- 

yesterd^yi 

of th© town clock at X. 



ton 



ad 



ed that h) 



was^ iflagurated 
at the 'first stroke 



Faulkner Estate. 

J. S. Weaver has qualified i 
minifitrator of the estate of the late 
R. B. Faulkrter. Messrs. E. D. 
John Foard and W. Dt 



would accept the office of secretary 
and pay the salary to his stenogra- 
pher. Miss Helun Royalty ( as assist- 
ant secretary and furnish an otlicc 
for the commercial club. Mr. Dal- 
ton was accordingly nominated. 
John Feland nominated. Miss Helen 
Royalty and J. E. McPherson nomi- 
nated J. M. Starling. A vote was 
taken which stood Dalton 29j Miss 
Royalty, IS, Starling D. Another 
vote was ordered, but was stopped 
by a motion to adjourn to next 
Thursday night, which prevailed by 

complete ami some very trouble- 
some questions will arise before the 
club can get down to business, chief 
among them to determine who art 
members of the new organization, 
All membership fees were madt 
payable in checks to H. H. Aber- 
nat.li> , former secretary of the old 
club, and as the new body claims no 
connection with the old one and has 
no roll or record of Its members the, 
situation is ve»y much complicated, 
ltia 



Livery and 



Feed Stable, 



Corner 7th and Virginia Streets, 
Hopkinsville, Ky. 




First-class Rigs, careful dnv< 
and courteous attention. City h 
sendee, meeting an trains. Fun< 
and wedding work a specialty. Gif 
me a call. 



Phones= 



..Home. 1313. 
"Cumberland, 



frc 



ville 



id Ho, 



R. R rma 
-•. ■ :'.,;•!», 
■k only J. 
in.'- 1 :''>m 
-turnpike 



limits. 

This farm is splendidly adapted* to 
the raising of stock, cattle, hogs, 
corn, hay, wheat and tobacco. Has 
a two-story five room residence, 
four cabins, huge stable, machine 
and implement Jiouse, two stcofc 
barns with a capacity, of over one 
hundred and twenty head. Over 
fifty head of cattle (thoroughbred 
shorthorns) two fine brood mares, 
tep mules, H. P. traction engine, 
and separator (good asn.w) com 
shredder, mowers, binders, ; ptowfl,- 
harrows, hay rake, riding cultivator 
and all tool.-riri use on a modern, well 
conducted farm. Crops of hay, corn 
and wheat raised on tin- farm iast 
One hundred acres in wheat 

now. , 

.' Will' sell farm with all tha^ is on it : 
\h set out above, or wifl sell place, 
md reserve personalty. For price 
ttid terms see or write t» 

W. P. HAM BAUGH. JR., 
Ringgold. Tenn. 



aimer Graves, 



Hopkinsvilie Unit Works, 

Wants to SELL you ,« 

LIME, CINDERS, } 
ROCK and DIRT! 

Also BUYS 

Cord Wood and 
Second-hand Barrels! 

PHONES— Home: Residence, 1039 
Kiln, 1258. Cumberland: Residence 
540 



> Professional Cards I 



J. WILL SMITH, 

Deiitis t. 



NEW LAW FIRM. 

Allenswortu & Cansler, 

Atturncy^-ar-L.ivv. 



i, ii- .uul ! .i:il s ru|.l s -;. pi. o 
OfltiT ,lfl t'r.'UiliI n.,.r 
|BM< ,,I CuUll UiiU»c. Cw 




For gale, 
iplete Jal. Case 
ontfft, consisting of one-lfl 
pie traction engine. jacJketed iboilir 
with large cab, two wheel ste}d 
engine tender : holding 8 bbls. \\_ 
and 1 ,000 lbs.Voal. One 36x58 twel 
ty-bar cylinder separator with, #Ud 
stacker, self-feeder.weighet and bai 
g«r. New 159ft. 8 in. 4 ply gundy b 
steel water tank, with pump aod 
hoee. This outfit hax threahed le^s 
than thirty thousand bushels of 
wh«at and ia as food as new. Smi 
J. Y. Orefey op R B. laagj 




Clean Sweep. Sale at J. T. WALL & Co's. 



Will be Continued 
for One More 
Week, Ending 
Saturday, 
Feb. 3. 




Thousands of Peo- 
ple Are Testify- 
ing to the Great 
Values We Are 
Giving the Public 
Every Day 



Yielding to the many solicitations from our friends who have been unable to attend our great Clean 
Sweep Sale, we have decided to continue this all next week, but we must state here that it will positively 
close Saturday, Feb. 3rd, 1906. We hope to see all who could not get to town, during the next week and 
will promise some of the richest bargains of the season as this is the only real sale that will be held in Hop- 
kinsville this season. We want everybody to come. 

J. T. WALL & COMPANY. 



FISCAL COURT 



Will Hold a Called Session 
Today. 



Judge Breathitt has issued a call 
:for a meeting of the Fiscal Court 
today, to elect a road supervisor and 
other officers and to transact any 
other business coming up. 




Bargains in 
Heating Stoves 

Owing to the re 
markably mild winter, 
we have in stock more 
Heating Stoves than 
we care to carry over 
to another season. 
In view of this fact 
we have decided to 
cut prices on all grad- 
es in order to reduce 
stock. If you are in 
the market for a stove 
it will pay you to see 
us before you buy. 

i a. froi so 

(Successors to Jack Meador.) 



MEN'S'MEETING 



For Next Sunday Night At 
Methodist Church. 



Thursday night announcement 
was made at the Methodist church 
that another meeting for men only 
would be held Sunday night. 

learn that the K. of P. 
and Odd-Fellows orders have 
been invited to attend and that seats 
would be reserved for them. The 
Knights of Pythias have accepted 
the invitation and will attend the 
services in a body. A meeting for 
young people was also announced for 
Sunday afternoon. There is no 
abatement in interest and the house 
is still packed at the night service. 
There are many inquirers after light 
and great results from the earnest 
preaching of Mr. Davis is hoped for. 
The meeting may be expected to con- 
tinue through the coming week, as 
Dr. Lyon stated Thursday night that 
he wanted to hold a jubilee meeting 
Monday night and hoped all who 
have made profession during the 
meeting wuold be present. 



BARN BLOWN DOWN. 



PERSONAL GOSSIP. 



Mrs. W. T. Bronaugh, of Pem- 
broke, was in the city yesterday. 

Mrs. Sallie Richards is visiting 
friends in Covington. 

Miss Katie May Cooper is visiting 
in Louisville. 

Mr. Will Starling spent Wednes- 
day in the city. 

Misses Courtney and Jennie Major' 
of South Christian, were in the city 
Thursday. 

Mr. John D. Hill and wife have 
gone to Hot Springs, Ark., to spend 
several weeks. 

Mrs. Julia Baker and Miss Carrie 
Baker, of Julian, were in the city 
shipping yesterday. 

Miss Kirby. of Smith's Grove, is 
the guest of Misses Eva and Helen 
Royalty. 

Mrs. R. D, Alexander and Miss 
Lula Wright, of Warren county, are 
visiting Mrs. Royalty, on South Vir- 
ginia. 



Building and Contents Pretty 
Badly Damaged. 



During a heavy windstorm a large 
barn, filled with tobacco, belonging 
to Lycurgus Marquess, of near Fruit 
Hill, was blown down. The building 
was a new one and contained about 
5,000 pounds of tobacco. Mr. Mar- 
quess' loss amcunts to several hun- 
dred dollars. 



G. I. A. 

If you wont FIRE, LIFE or 
any other kind of Insur- 
ance call on the 
O. I. A. 
If you want a .LOAN, apply 
tu the 
O. 1. A. 
THOS. W. LONG, President. 
WALTER KELLY, Gen. Wgr. 
GUY STARLING, Sec. & Tr. 
Official of the GIANT INSUR- 
ANCE AGENCY. 



Grain Market. 

Corrected each issue by A. M., 
Cooper & Co., Brokers (successors to 
M. D. Boales). Phones: Cumber- 
land, 8; Home, 1304. Upstairs in 
Phoenix building, Hopkinaville, Ky. 
Wheat— open high low close 
May... 85J 86 854 852 
July... 84* 848 84 
Corn- 
May... 44 j 44f 44g 
July... 45 45 44| 
Oats- 
May... 311 31J 314 
July... 304. 304 304 



84| 



KENNEDY PLAYERS. 



This afternoon - matinee — "The 
Littl* Mother." Tonight The 
James Boys." 

This company completes its week's 
engagement tonight. Tbe entfre 
repertoire presented was most satis- 
factory. The company is one of the 
strongest popular price ones that 
has ever held the boards here and 
there have been many high priced 
companies' shows that were not so 
much entitled to liberal pat 
-3 are the Kennedy players. 



Salter-House 

A quiet, beautiful home wedding 
took place Wednesday, Jan. 24th, at 
j 4:30 p. m., at the residence of Mrs. 
E. E. Evans, on East Seventh street. 
| The contracting parties were Miss 
t Carrie B. Salter and Dr. Thomas 
'Burr House, of Springfield, Tenn. 
The bride is the youngest sister of 
Mr. Hiram P. Salter, a prominent 
railroad official of Anniston, Ala.,and 
is a young lady of unusual beauty 
and much talent. Dr. House, who 
is a promising young physician of 
Springfield, having a large and lu- 
crative practice there, is to be con- 
gratulated upon his good fortune in 
winning the heart and hand of this 
beautiful girl. The bride wore a 
handsome gown of dark blue broad- 
cloth, with hat to match. The groom 
wore the usual suit of black. As 
the low, sweet strains of the we^j- 
j ding march were heard the bridal 
party entered the parlor and stood 
facing the minister, Dr. A. P. Lyon, 
who, in a beautiful and impressive 
ceremony, pronounced them hus- 
band and wife. 

Atter congratulations the happy 
couple left on the 5:18 train for their 
future home at Springfield. The 
popularity of the bride was fully at- 
tested by the many beautiful and 
costly presents which she received. 
The best wishes of a host of friends 
follow her to her new home. 



ATTENTION, K. OF P. 




WILL BE SOLD 



Today in front of City Hall 
at 10 O'clock. 



Mtmbers of Evergreen Lodge, 
No. 38, Knights of Pythias, are re- 
quested to meet at their lodge room 
Sunday evening, Jan. 28th, at 6:30 
o'clock, promptly, to attend in a 
body the services to men only at the 
Methodist church. It is earnestly 
desired that every member, who 
possibly can, will be present prompt 
ly at 6:30 o'clock. J. W. Stowe, 

Chancellor Commander. ! 

W. C. Wright, K. of R. and S. 



Lasher— Presnell 

A. C. Lasher, editor of the Liv- 
ingston Banner, and Miss Josie Pres- 
nell, of Smithland, will be married j 
Jan. 31. 



The city clerk will sell this morn- 
ing, at 10 o'clock, in front of the 
city hall a franchise to construct and 
operate a street car system in this 
city. There is some guess work as 
to who will be the purchaser, but no 
one cares much who he may be if he 
carries out his contract and has the 
cars running as soon as possible. 
What the people want is to see the 
cars running, no matter who starts 
them. 

Banners Flying. 

Main street looks as if theie was 
a street fair going on or some grand 
lodge holding a meeting here. Ban- 
ner." advertising cut sales on every- 
thing are stretched across the streets 
and everybody seems to be "buying 
themselves rich." On with the 
dizzy dance of prices! The People 
like it. If the merchants can stand 
it, the people can. 



The Busy Man 

Desire8 to be up to 4ate. 
In order to do so he sTOtild 

have a 

A. A. Waterman 
Fountain P^n. 

Clearly labor-saving, auto* 
niHtic, self-filling, modern. [ 
It fills itself, cleans its* \ 
self and writes evenly to ] 
the end. Call and see our - 
line. 

Cook&Higgins, 

Druggists. 

Both ) Home, 1215. Main 
Phones, f Cumberland. 58. Street 



25th Anniversary. 

The Ladies Missionary Society of 
the First Presbyterian church cele- 
brated the 25th anniversary of the 
organization of the society last 
night. Officers of the different mis- 
sionary societies were present by 
special invitation, an appropriate 
program was carried out and re- 
freshments were served. 



$1.00 PER WEEK 

Will furnish your home with anything 
in the immense stock of 

Furniture, Carpets and Stoves, 

and House Furnishing Goods at 

REACH'S BIG STORE 

An easy way to buy; a convenient way to pay. 
We are prepared to furnish any room in the house, from 
parlor to kitchen, and in an up-to-date manner. 

One bill, at one, time, at one place. You get the 
use of the goods while saving the money, and money thus 
paid out is like money saved. 

Come around and select what you want and /let 
us figure with you. Your credit is good. 

Keach 

Ninth Street and Elgh 



nit ure Co., 

Both Phones. 




